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6 May 1949 ° 


esas eo BX 1A 
LUKORANDUM FOR CHIEF OF COMMUNICATIONS, | e | 


25X1A SUBJECT: | __]Raaio Installation 


This is to confirm our understanding that the follow= 
ing facilities will be available tol upon completion 25X1A 


25X1A . of the base: 


1. Two to three hours each day of blind transmission 
time within the overall pattern of the blind program. — 

2e VHF facilities from base to a mountain top relay 
station to cover VEF commnications in a northeasterly 
direction. . & 


3e Facilities up to 20 cw circuits or automatic 
equivalents. - 


4. Appropriate storare facilities for = an ieee 


and electronic equipment as shown under in list _ 25X1A 
Our monetary and personnel contribution to be as speci~ 
25K1A a 


Kindly acknowledge the above. 
re 2axIA 
Chief of Operations, a 


rf 
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